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SUBJECT: RADIATION SAFETY 

1. HAVING COMPLETED THE RADIATION SAFETY TRAINING PROGRAM 
TSO FINDS THAT ATHENS TECHNICAL SECURITY OFFICE DOES NOT 
HAVE SUFFICIENT X-RAY SAFETY EQUIPMENT TO PROVIDE SAFE AND 
PROPER X-RAY INSTALLATIONS AT POSTS OF RESPONSIBILITY. 

2. TSO PLANS TO EMBARK ON AN INSTALLATION/TRAINING 
PRGRAM AS INDICATED BELOW: 

POST EQUIPMENT PURPOSE OPERATOR 
ANKARA HP CT RSO 
ATHENS HP CT RSO 
(RSO) 

ATHENS 100SS CM/CT TSO/SEABEE 
(TSO) 


100G CT TSO/SEABEE 

BELGRADE 100SS CM/CT RSO/SEABEE 

BUCHAREST 100SS CM/CT RSO/SEABEE 

ISTANBUL 100G CT RSO 
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NICOSIA 100G CT RSO 

3. IN VIEW OF THESE INSTALLATIONS THE FOLLOWING ADDITIONAL 
EQUIPMENT AND SUPPLIES NOT PRESENTLY AVAILABLE AT THE 
TECHNICAL SECURITY OFFICE ARE REQUESTED. 

QUANTITY DESCRIPTION 

6 CHARGER 

12 DOSIMETERS 

5 TATTLERS 

6 FILM CASSETS 

20 CB-2 SCREENS 

30 FILM BADGES 

26 PKS FILM 3000 ASA 

50 SQ FT LEAD FOIL (5 INSTALLATIONS) 

KUBBISCH 
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